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BDOMEN, Acute infections of lower, 13; Hernia 
through foramen of Winslow, report of case with ref- 
erence to 33 other cases collected from literature, 95; 
Acute surgical diseases of, in children, study of four 
hundred cases, 595; New upper abdominal incision, 
678; New and practical abdominoscope, 700; Abdom- 
inal symptoms of heart disease with special reference 
to the réle of auricular fibrillation, 790 

Abnormalities, Urachus and umbilical fistulae, 165; 
Ureteral stricture, ed. 239; Diverticula and duplica- 
ture of duodenum with reference to importance of 
cholecystitis in production of symptoms, 257; Ureteral 
stricture, its anatomical and pathological background 
based upon the findings in one hundred consecutive 
autopsies, 423, cor. 855 

Adhesions, Observations on prevention of postoperative 
peritonitis and abdominal, 612; New upper abdominal 
incision, 678; Prevention of peritoneal, and encapsula- 
tion, preliminary report of experimental study of 
peritoneal reaction to hypertonic dextrose solution, 


769 
Adenofibroma and fibro-adenoma of female breast, 729 
American College of Surgeons— 
Clinical Congress, Detroit, 1927, 127; 248; 401 
Lister Centenary: Presentation of replicas of Lister 
Exhibition by Henry S. Wellcome, 856; Presenta- 
tion of Lister Memorial Tablet by Horace G. 
Wetherill, 858; Personal recollections of Lord 
Lister, by W. W. Keen, 861; Fourth Epoch of 
Medicine, by William J. Mayo, 864; An Apprecia- 
tion of Lord Lister, by Sir John Bland-Sutton, 867 
American Medical Association of Berlin, cor. 855 
Amniotic fluid, Observations on the prevention of post- 
operative peritonitis and abdominal adhesions, 612 
Ampulla of Vater, Cancer of the periampullary region of 
duodenum, 332; Cholecystectomy, 518 
Anemia, Gastric carcinoma in young people, ed. 116; 
splenic, Splenectomy, 577 
Anesthesia, Local, in gynecology and obstetrics, 105; 
Present day requirements in, ed. 561; Spinal, a report 
of three hundred ninety-two cases, 649; New and 
practical abdominoscope, 700 
Ancurism, Spontaneous preirenal haematoma and, of renal 
artery, 300 
Angina pectoris, Surgery of the Sympathetic nervous 
system, ed. 392 
Antiseptics, Hexylresorcinol as a gencral antiseptic, 603; 
Lister oration, Some personal recollections of Lord 
Lister, 861; The fourth epoch in medicine, 864; An 
appreciation of Lord Lister, 867 
Appendicitis, Primary streptococcus peritonitis in children, 
590; Acute surgical diseases of the abdomen in children, 
a study of four hundred cases, 595; Acute, complicat- 
ing pregnancy, labor, and the puerperium, 620 
Appendix, Acute infections of the lower abdomen, 13 
Arm, Orthopedic reconstruction work on hand and fore- 
arm, report on early and late results, 476 
Arteries, Aneurism of renal, 300 
Asepsis, Lister oration, some personal recollections of Lord 
Lister, 861; An appreciation of Lord Lister, 867 
Atlas, Simple uncomplicated rotary dislocation of, 156 
Axilla, Plastic reconstruction of, in operation for cancer of 
breast, report of author’s first fifty cases, 523 


Axillary glands, Parasternal invasion of thorax in breast 
cancer and its suppression by routine use of radium 
tubes as operative precaution, 721 

Axis, Simple uncomplicated rotary dislocation of atlas, 156 


ACILLUS, oedematis maligni (Vibrion septique), An 
unusual fatal operative wound infection yiclding a 
pathogenic anacrobe of the gas gangrene group not 
hitherto described with direct reference to catgut as 
a source, 775. 

Backache, Contribution to the study of low back pain, 
485; Orthopedic aspect of low back pain in connection 
with pelvic disorders, 482, tr. 567; Sacro-iliac subluxa- 
tion as cause of, 637 

Bacteria, oedematis thermophilus (Novy), An unusual fatal 
operative wound infection yielding a pathogenic 
anacrobe of the gas gangrene group not hitherto 
described, with direct reference to catgut as a source, 


775 
Bacteriology, Lister oration, some personal recollections 
of Lord Lister, 860; An appreciation of Lord Lister, 


863 

Bladder, Technique for repair of large vesicovaginal 
fistulae, 102; Repair of vesicovaginal fistula, presenta- 
tion of new instrument, 226; Inflammatory lesions of 
bladder simulating neoplasm, report of 3 cases, 417; 
Cystography, 502; Diverticulum of urinary, 629; 
Technique for removing stones from upper urinary 
tract, 672; Completed aseptic technique for implanta- 
tion of ureter into large bowel, 816; Treatment of 
bladder tumors by chemocoagulation, 820 

Blood, Peritonitis, an experimental study, 287 

Blood calcium, Osteitis deformans, 54 

Blood vessels, Indication for operation in puerperal pelvic 
thrombophlebitis, 235; Spontaneous perirenal hama- 
toma and ancurism of renal artery, 300; Injection 
treatment of varicose veins by use of sclerosing solu- 
tions, 541 

Bone, Thyroid and parathyroid bone tumors without 
»rimary lesion of thyroid gland, 35; Multiple carti- 
exostoses, diaphyseal aclasis, 48; Osteitis 
deformans, 54; Method of treatment of old infected 
compound fractures of tibia, 385; Treatment of 
osteomyelitis and other infected wounds by drainage 
and rest, 446, cor. 854 

Bradford, Edward Hickling, 564 

Brain, Some minor modifications of Harvey Cushing’s 
silver clip outfit, 549; Chronic meningeal post- 
traumatic headache and its specific treatment by 
lumbar air insufflation encephalography, 747; Malig- 
nant intracranial endotheliomata, 760 

Breast, Study of malignant breast by whole section and 
key block section methods, 266; Plastic reconstruction 
of axilla in operation for cancer of breast, report of 
author’s first fifty cases, 523; Parasternal invasion of 
thorax in breast cancer and its suppression by routine 
use of radium tubes as operative precaution, 721; 
Adenofibroma and fibro-adenoma of female breast, 


729 
Bronchiectasis, Use of iodized oil in diagnosis of pul- 
monary lesions, 82 
Broncholithiasis, Foreign bodies in bronchus of intra- 
pulmonary origin, report of a case, 548 
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Bronchus, Use of iodized oil in diagnosis of pulmona 
lesions, 82; Foreign bodies in bronchus of intrapul- 
monary origin, report of case, 548 


Cz , Mesenteric lymphadenitis simulating acute 

abdominal condition, 465; Ileocecal intussusception 
in infants with special reference to fluoroscopic find- 
ings, 698 

Cesarean section, Local anesthesia in gynecology and 
obstetrics, 105; Acute appendicitis complicating 
pregnancy, labor, and the puerperium, 620; indication 
and limitations, 655 

Carcinoma, Gastric, in young people, ed. 116; Transitional 
cell epidermoid, radiosensitive type of intra-oral 
tumor, 320 

Cardiorrhaphy, Technique of, 74 

Cardiovascular disease, Reducing postoperative pulmona- 
ry embolism, ed. 238; Abdominal symptoms of heart 
disease, with special reference to the réle of auri- 
cular fibrillation, 790 

Carotid body, Tumors of, 209; 829 

Catgut, Unusual fatal operative wound infection yielding 

athogenic anaerobe of gas gangrene group not 

hitherto described, with direct reference to catgut as 
source, 775 

Cheek, Transitional cell epidermoid carcinoma, radio- 
sensitive type of intra-oral tumor, 320; New method 
of covering large denuded areas with surrounding 
skin, 823 

Chelioplasty, New method of covering large denuded areas 
with surrounding skin, 823 

Chemocoagulation, Treatment of bladder tumors by, 820 

Childbirth, Problems in placenta previa, 834 

Cholecystectomy, 518 

Cholecystitis, Diverticula and duplicature of duodenum 
with reference to importance of, in production of 
symptoms, 257 

Cholecystography, Diverticula and duplicature of duode- 
num with reference to cholecystitis in production of 
symptoms, 257 

Cholecystogastrostomy for gastric ulcer, 474 

Chondrodysplasia, Multiple cartilaginous exostoses, dia- 
physeal aclasis, 48 

Chyle, Peritonitis, an experimental study, 287 

Circulatory system, Reducing postoperative pulmonary 
embolism, ed. 238 

Clark, John Goodrich, 241 

Claw foot, Operative correction of, 813 

Clostridium of Novy, An unusual fatal operative wound 
infection yielding a pathogenic anaerobe of the gas 
gangrene group not hitherto described, with direct 
reference to catgut as a source, 775 

Clostridium cedematoides, An unusual fatal operative 
wound infection yielding a pathogenic anaerobe of the 
gas gangrene group not hitherto described, with direct 
reference to catgut as a source, 775 

Coccyx, its derangements and their treatment, 705 

Colon, descending, Operative treatment of obstruction due 
to a growth in, 359, cor. 570 

Cranium, Malignant intracranial endotheliomata, 760 

Cult and occult, ed. 115 

Cystography, 502; Diverticulum of urinary bladder, 629. 


DEXTROSE, Prevention of peritoneal adhesions and 

encapsulation, experimental study of peritoneal reac- 
tion to hypertonic dextrose solution, 769 

Diagnosis, Differential, Direct microscopic examination of 
fistula, ed. 712; Importance of clinical investigation 
of syphilis, ed. 391; Early diagnosis in cases of tumors 
involving the spinal cord, ed. 841 


Diaphragm, Avulsion of, 688 

Disease, von Recklinghausen, Encapsulated tumors of 
nervous system, meningeal fibroblastomata, perine- 
urial fibroblastomata and neurofibromata of von 
Recklinghausen, 178; Little’s, Parkinson’s, Raynaud’s, 
Surgery of sympathetic nervous system, ed. 392; Ortho- 
pedic aspect of low back pain in connection with 
pelvic, 482, tr. 567 

Disinfectants, Hexylresorcinol as general antiseptic, 603 

Drainage, New method for subperitoneal, 706 

Duodenum, Excision of ulcer of, 17; Diverticula and du- 
plicature of, with reference to importance of chole- 
cystitis in production of symptoms, 257; Late recur- 
rence of peptic ulcer after gastro-enterostomy, 294; 
Cancer di periampullary region of, 332; Partial gas- 
trectomy for gastric ulcer, 513 

Dura, Malignant intracranial endotheliomata, 760 


NCEPHALOGRAPHY, Chronic meningeal _post- 
traumatic headache and its specific treatment by 
lumbar air insufflation, 747 

Echinococcosis, Recent advances in our knowledge of 
hydatid disease, 148 

ae we Human ovum approximately nineteen days 
old, 493 

Empyema, Etiology of, haemothorax in idiopathic and 
postoperative empyema, 23 

Endocrine glands, Endocrine causes of sterility in women, 
the diagnosis, prognosis, and treatment, 1 

Epididymis, Hydrocele of tunica vaginalis, study of five 
hundred two cases, 192; Operation for sterility in male, 


557 
Ether, Local use of, in gynecology, 653 
Exenteration, Operations for tumors of orbit, 65 
Exostosis, Multiple cartilaginous, diaphyseal aclasis, 48 
Eyeball, Operations for tumors of the orbit, 65 


ACE, New method of covering large denuded areas 
with surrounding skin, 823 

Fallopian tubes, Rational treatment of tubal disease, 110; 
Uterosalpingography, roentgenological visualization 
of cavity of uterus and fallopian tubes after injection 
of iodized oils, 129; Torsion of hydrosalpinx, 143; 
Orthopedic aspect of low back pain in connection 
with pelvic disorders, 482, tr. 567 

Femur, Use of overhead suspension in treatment of 
fracture of, in infants, 702 

Fibrillation, auricular, Abdominal symptoms of heart 
disease, with special reference to rédle of, 790 : 

Fibro-adenoma, Adenofibroma and, of female breast, 729 

Fibrolipoma, closely simulating, in form and location, 
tumor of right kidney, subacute appendicitis, 152 

Fingers, Treatment of fractures of, and metacarpals with 
description of the author’s finger caliper, 551; Recon- 
struction of thumb after total loss, 825 

Fistula, Repair of vesicovaginal, presentation of new 
instrument, 226; Direct microscopic examination of 
fistula, ed. 712 

Fluoroscopy, Ileocecal intussusception in infants with 
special reference to fluoroscopic findings, 698 

Foot, claw, Operative correction of, 813 

Foramen of Winslow, Hernia through, report of case with 
reference to thirty-three other cases collected from 
literature, 95 

Foreign bodies, in bronchus, of intrapulmonary origin, re- 
port of case, 548 

Fractures, Treatment of osteomyelitis and other infected 
wounds by drainage and rest, 446, cor. 854; in infants, 
Use of overhead suspension in treatment of femur, 
702 
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GA bladder, Diverticula and duplicature of duodenum 

with reference to importance of cholecystitis in pro- 
duction of symptoms, 257; Cancer of periampullary 
region of duodenum, 332; Cholecystogastrostomy for 
gastric ulcer, 474; Cholecystectomy, 518; Upper new 
abdominal incision, 678; stomach anastomosis, clinical 
and experimental study, 795 

Gangrene, An unusual fatal operative wound infection 
yielding a pathogenic anaerobe of the gas gangrene 
group not hitherto described with direct reference to 
catgut as a source, 775 

Gastrectomy, Partial, for gastric ulcer, 513 

Gastroduodenostomy, Excision of ulcer of duodenum, 17 

Gastro-enterostomy, Excision of ulcer of duodenum, 17; 
201; Late recurrence of peptic ulcer after, 294 

Gastrojejunostomy, Technique of, without clamps, 674 

Gentleness, Gentle touch in surgery, ed. 840 

Goiter, Pre-operative management of patients with hyper- 
thyroidism, 832 

Gynecology, Local anesthesia in gynecology and obstetrics, 
105; Local use of ether in, 653 


Etiology of empyema, hemothorax 

in idiopathic and postoperative empyema, 23 

Hand, Orthopedic reconstruction work on, and forearm, 
report on early and late results, 476; Treatment of 
fractures of fingers and metacarpals with description 
of author’s finger caliper, 551; Reconstruction of 
thumb after total loss, 825 

Headache, meningeal, Chronic, post-traumatic, and its 
specific treatment by lumbar air insufflation encepha- 
lography, 747 

Heart, Technique of cardiorrhaphy, 74; Abdominal symp- 
toms of heart disease with special reference to the 
role of auricular fibrillation, 790 

Heliotherapy, Mesenteric lymphadenitis simulating an 
acute abdominal condition, 465 

Hernia, through foramen of Winslow, report of case with 
reference to thirty-three other cases collected from 
literature, 95; inguinal, Ideal in herniorrhaphy, new 
method of, efficient for direct and indirect, 534; New 
upper abdominal incision, 678 

Herniorrhaphy, ideal in, new method efficient for direct 
and indirect inguinal hernia, 534 

Hersage, Standard technique for operations on peripheral 
nerves, with special reference to closure of large gaps, 


364 

Hesselbach’s triangle, Ideal in herniorrhaphy, new method 
efficient for direct and indirect inguinal hernia, 534 

Hexylresorcinol, as general antiseptic, 603 ' 

Hip, Artificial impaction in hip fracture, 307 

Hormone, female sex, Endocrine causes of sterility in 
women, diagnosis, prognosis, and treatment, 189 

Homans, John, 844 

Hydrocele, of tunica vaginalis, study of five hundred two 
cases, 192 

Hydronephrosis, Ureteral stricture, its anatomical and 
— background, based upon findings in one 

undred consecutive autopsies, 423, cor. 855 

Hydrosalpinx, Torsion of, 143 

Hyperthyroidism, Pre-operative management of patients 
with, 832 


[L=™. Mesenteric lymphadenitis simulating an acute 

abdominal condition, 465 

Tleocecal intussusception in infants with special reference 
to fluoroscopic findings, 698 

Ilium, Operation for extra-articular fusion of sacro-iliac 
joint, 218; Sacro-iliac subluxation as cause of backache, 
637 


Impaction, Artificial, in hip fractures, 307 

Incisions, New upper abdominal, 678 

Infants, Ileocecal intussusception in infants with special 
reference to fluoroscopic findings, 698 

Infections, Acute, of lower abdomen, 13 

Insufflation, Chronic meningeal post-traumatic headache 
and its specific treatment by lumbar air insufflation 
encephalography, 747 

Instruments and apparatus: Some minor modifications 
of Harvey Cushing’s silver clip outfit, 549; New and 
practical abdominoscope, 700; Barton obstetric for- 
ceps, review of its use in fifty-five cases, 805 

Intestines, Gastro-enterostomy, 201; Technique of gastric 
resection, 204; Mesenteric lymphadenitis simulating 
an acute abdominal condition, 465; Operative treat- 
ment of obstruction due to growth in descending 
colon, 359, cor. 570 

Intussusception, Acute surgical diseases of abdomen in 
children, study of four hundred cases, 595; Ileocecal, 
in infants with special reference to fluoroscopic find- 
ings, 698 


hemolytic, Splenectomy, 577 
Jaw, Bilateral resection of mandible for prognathism, 


379 
Jejunum, Late recurrence of peptic ulcer after gastro- 
enterostomy, 294; Technique of gastrojejunostomy 
without clamps, 674 
Joint mice, Injuries to menisci and ligamentum mucosum 
commonly called internal derangements of knee joint, 
220 


Key, Massive lipoma of, with report of case, 1; 

Fibrolipoma closely simulating in form and location 
tumor of right kidney, subacute appendicitis, 152; 
Spontaneous perirenal hematoma and ancurism of 
renal artery, 300; Nephrectomy, 347; Inflammatory 
lesions of bladder simulating neoplasm, report of 3 
cases, 417; Technique for removing stones from 
upper urinary tract, 672 

Knee, Suggested method for repair of crucial ligaments of, 
93; Injuries to menisci and ligamentum mucosum com- 
monly called internal derangements of, 220 


LAnoe. Acute appendicitis, complicating pregnancy, 

labor, and puerperium, 620 

Laminectomy, Early diagnosis in cases of tumors involving 
spinal cord, ed. 841 

Leg, Method of treatment of old infected compound 
fractures of tibia, 385 

Ligaments, Method for repair of crucial, of knee, 93 

Ligamentum mucosum, Injuries to menisci and, com- 
monly called internal derangements of knee joint, 220 

Lipiodol, Use of iodized oil in diagnosis of pulmonary 
lesions, 82; Uterosalpingography, roentgenological 
visualization of cavity of uterus and fallopian tubes 
after injection of iodized oils, 129; Early diagnosis 
in cases of tumors involving spinal cord, ed. 841 

Lister centenary, 856 

Lugol’s solution, Pre-operative management of patients 
with hyperthyroidism, 832 

Lungs, Etiology of empyema, hemothorax in idiopathic 
and postoperative empyema, 23; Use of iodized oil in 
diagnosis of pulmonary lesions, 82; Reducing post- 
operative pulmonary embolism, ed. 238; Foreign bodies 
in bronchus of intrapulmonary origin, report of case, 
548; Avulsion of diaphragm, 688 

Lymphatics, Peritonitis, experimental study, 287 

Lymphadenitis, mesenteric, Acute surgical diseases of ab- 
domen in children, study of four hundred cases, 595 
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Lymph nodes, Transitional cell epidermoid carcinoma, a 
radiosensitive type of intra-oral tumor, 320; Mesen- 
teric lymphadenitis simulating an acute abdominal 
condition, 465 


ALE, Operation for sterility in male, 557 
Mammary gland, Study of malignant breast by 
whole section and key block section methods, 266; 
Parasternal invasion of thorax in breast cancer and 
its suppression by routine use of radium tubes as 
operative precaution, 721 
Mandible, Bilateral resection of, for prognathism, 379 
Master Surgeons—Maurice Howe Richardson, 304; 
Edward Hickling Bradford, 564; Samuel Jason Mixter, 
714; fohn Homans, 844 


Memoirs—Charles Howard Peck, 118; John Goodrich 
Clark, 241 
Meninges, Encapsulated tumors of nervous system, 


meningeal fibroblastomata, perincurial fibroblastom- 
ata and neurofibromata of von Recklinghausen, 178 

Menisci, Injuries to, and ligamentum mucosum commonly 
called internal derangement of knee joint, 220 

Mesentery, Mesenteric lymphadenitis simulating an acute 
abdominal condition, 465 

Metacarpals, Treatment of fractures of fingers and, witha 
description of author's finger caliper, 551 

Microscopic examination, Direct, of fistuke, ed. 712 

Mixter, Samuel Jason, 714 

Mortality, of mother and fetus, Problems in’ placenta 
previa, 834 

Mouth, Cleft palate repair, cause of failure in infants and 
its prevention, 530 

Muscles, gluteal and Sacrospinalis, Contribution to the 
study of low back pain, 485 


ASOPHARYNX, Transitional cell epidermoid car- 
cinoma, radiosensitive type of intra-oral tumor, 320 

Nephrectomy, 347 

Nerve, Anastomosis, Suture of facial nerve within the 
temporal bone, with report of first successful case, 7, 
cor. 855; Resection, Orthopedic reconstruction work 
on hand and forearm, early and late results, 476 

Nerves Facial, Suture of within temporal bone, 7, cor. 
855; Median, musculospiral, peripheral, ulnar, 
Standard technique for operations on peripheral, with 
especial reference to closure of large gaps, 364; 
Sciatic, Maternal obstetrical sciatic paralysis, 61; 
Encapsulated tumors of nervous system, meningeal 
fibroblastomata, perincurial fibroblastomata and neu- 
rofibromata of von Recklinghausen, 178 

Neuroma, Standard technique for operations on peripheral 
nerves, With special reference to closure of large gaps, 
304 

Neurorrhaphy, Standard technique for operations on pe- 
ripheral nerves with special reference to closure of 
large gaps, 3604 

Nervous system, Encapsulated tumors of nervous system, 
meningeal fibroblastomata, perineurial fibroblastom- 
ata and neurofibromata of von Recklinghausen, 178; 
Surgery of sympathetic nervous system, ed. 392 

Nose, Method of choice for correction of saddle, 88 

Nurse, Fundamental training for obstetric, 665; versus 
doctor, ed. 711 


BSTETRICS, Maternal obstetrical sciatic paralysis, 
61; Local anesthesia in gynecology and obstetrics, 
105; Cwsarean section, indication and limitation, 655; 
Fundamental training for obstetric nurses, 665; 
Barton obstetric forceps, review of its use in fifty-five 
cases, 805; Problems in placenta praevia, 834 
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Old Masterpieces—Johann Colbatch’s New Light on Sur- 
gery, 121; Twelve Books of Medicine by Alexander of 
Tralles, 244; Seventeen Books of Oribasius of Sardis, 
398; Collection of the Pleiades (the seven stars), by 
Paulus of Aegina, 571; Course in Operative Surgery by 
Pierre Dionis, 717; Cheselden’s Anatomy of Human 
Body, 849 

Ollier-Thiersch grafts, Postoperative care of, advisability 
of daily surgical dressings, 708 

Omentum, Avulsion of diaphragm, 688 

Operations — Kroenlein, Operations for tumors of orbit, 
65; Willy Meyer, Plastic reconstruction of axilla in 
operations for cancer of breast, report of author’s 
first fifty-five cases, 523; Baldwin, for formation of 
artificial vagina, cor. 569; Coffey, New method of 
subperitoneal drainage, 706 

Orbit, Operations for tumors of, 65 

Osteitis deformans, 54 

Osteomyclitis, Method of treatment of old infected com- 
pound fractures of tibia, 385; Treatment of, and other 
infected wounds by drainage and rest, 446, cor. 854 

Ovary, Rational treatment of tubal disease, 110; Torsion of 
hydrosalpinx, 143; Orthopedic aspect of low back pain 
in connection with pelvic disorders, 482, tr. 567 

Ovum, Human, approximately nineteen days old, 493 


AGET’S disease, Osteitis deformans, 54 

Pain, Contribution to study of low back, 485; Ortho- 
pedic aspect of low back, in connection with pelvic 
disorders, 482, tr. 567 

Palate, cleft, repair, cause of failure in infants and its 
prevention, 530 

Pancreas, Large single non-parasitic cysts of spleen, 586 

Pancreatic duct, Cancer of periampullary region of duo- 
denum, 332 

Paralysis, Obstetrical, Maternal obstetrical sciatic paraly- 
sis, 

arathyroid, Thyroid and bone tumors without primary 
lesion of thyroid gland, 35; Osteitis deformans, 54 

Peck, Charles Howard, 118 

Pelvimetry, X-ray, simplified technique, 827 

Pelvis, Fracture of, Traumatic symphysiotomy, 389; 
Sacro-iliac subluxation as cause of backache, 637 

Perineum, Local anesthesia in gynecology and obstetrics, 
105 

Peritoneum, Peritonitis, an experimental study, 287; 
Primary streptococcus peritonitis in children, 590; 
Acute surgical diseases of abdomen in children, study 
of four hundred cases, 595; Observations on preven- 
tion of postoperative peritonitis and abdominal ad- 
hesions, 612; Prevention of peritoneal adhesions and 
encapsulation, preliminary report of an experimental 
study of peritoneal reaction to hypertonic dextrose 
solution, 769; Gentle touch in surgery, ed. 840 

Physician, Physics and, ed. 562 

Physics, and physician, ed. 562 

Placenta previa, Caesarean section, indication and limita- 
tions, 655; Problems in, 834 

Pleura, Etiology of empyema, hemothorax in idiopathic 
and postoperative empyema, 23 

Pneumolithiasis, Foreign bodies in bronchus of intra- 
pulmonary origin, 548 

Pneumothorax, Etiology of empyema, hemothorax in 
idiopathic and postoperative empyema, 23 

Portraits—Charles Howard Peck, 118; John Goodrich 
Clark, 241; Maurice Howe Richardson, 394; Edward 
Hickling Bradford, 564; Samuel Jason Mixter, 714; 
John Homans, 844 

Poupart’s ligament, Ideal in herniorrhaphy, new method 
of efficient for direct and indirect inguinal hernia, 534 
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Pregnancy, Acute appendicitis, complicating, labor, and 
puerperium, 620; Ovarian, 798; Extra-uterine, 798; 
Primary abdominal, 802 

Prognathism, Bilateral resection of mandible for, 379 

Prostate, Suprapubic prostatectomy, complete exposure 
through a one and one-quarter to one and one-half 
inch incision, operative results and technique, 692 

Prostatectomy, Suprapubic, 692 

Puerperal infection, Indication for operation in puerperal 
pelvic thrombophlebitis, 235 

Puerperium, Acute appendicitis complicating pregnancy, 
labor, and, 620 

Pulmonary embolism, Reducing postopcrative, ed. 238 

Puncture, Spinal and cisternal, Karly diagnosis in cases of 
tumors involving the spinal cord, ed. 841 

Purpura hemorrhagica, Splenectomy, 577 

Pyelitis, Acute surgical diseases of abdomen in children, 
study of four hundred cases, 595 


ADIUM, Technique of cautery amputation of cervix, 
387; Parasternal invasion of thorax in breast cancer 
and its suppression by routine use of radium tubes as 
operative precaution, 721 

Ramisection, Surgery of sympathetic nervous system, ed. 
302 

Reactions, casonic skin, in hydatid discase, Recent advances 
in our knowledge of hydatid discase, echinococcus 
cysts, 148 

Rectum, New method for subpcritoncal drainage, 706 

Rhinoplasty, Mcthod of choice for correction of saddle 
nose, 88 

Richardson, Maurice Howe, 394 

Roentgen-rays, Mesenteric lymphadenitis simulating an 
acute abdominal condition, 465 

Roentgenography, Use of iodized oil in diagnosis of pul- 
monary lesions, 82; Uterosalpingography, roentgeno- 
logical visualization of cavity of uterus and fallopian 
tubes after injection of iodized oils, 129; Diverticula 
and duplicature of duodenum with reference to im- 
portance of cholecystitis in production of symptoms, 
257; Cystography, 502; X-ray pelvimetry, a simplified 
technique, 827; Chronic meningeal post-traumatic 
headache and its specific treatment * lumbar air 
insufflation encephalography, 747 


ACRO-ILIAC joint, An operation for extra-articular 
fusion of, 218; Sacro-iliac subluxation as cause of 
backache, 637 

Sacrum, Operation for extra-articular fusion of sacro-iliac 
joint, 218; Sacro-iliac subluxation as cause of backache, 


637 

Salpingitis, Rational treatment of tubal disease, 110 

Silver clip outfit, Some minor modifications of Harvey 
Cushing’s, 540 

Sinus, Direct microscopic examination of fistula, ed. 712 

Skin flaps, New method of covering large denuded arcas 
with surrounding skin, 823 

Skin grafts, Postoperative care of Ollier-Thiersch, ad- 
visability of daily surgical dressings, 708 

Sodium chloride solution, Injection treatment of varicose 
veins by use of sclerosing solutions, 541 

Spermatic cord, Hydrocele of tunica vaginalis, study of 
five hundred two cases, 192 
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